Y A/mm | 2) Me as 
Telephone No. 1824 Gerrard. _ ‘Sane No. 11,319 


Sale to commence at Half-past Twelve o'Clock precisely)... p. 








A @ AM A la © G6 WE .«. 


OF THE COLLECTION OF 


NORTH AMERICAN CURIOS 


Spears, Bows and Arrows, 
| DYAK SWORDS, 


Chinese & Japanese Carvings 
CLOISONNE, BRONZES, etc. 


PICTURES, PRINTS, eic., 


AND 


CURIOS FROM ALL PARTS OF THE WORLD. 





WHICH WILL BE SOLD BY AUCTION BY 





POCSPCCPSCSOS PO SCSOSOPOOPSHPPGPHOPDOOGSHVOSSHSHPOSVSSHSGOSSSOS SS OPO GSHHOHPOSGOOOSOSSSSOCOSOSOO SOS 


mee ce &. DIEV ENS, 


SIS ETE TIESTO EELS PCE SEI AEE RP DTS LL SIR! SE OE PIE SE TE TE ET EE LIE CIEL LOT TO TT EL ELLE EL TT TE OLE ETO CLS A SD 
FOFSSSSF SS SSS SHOF SSS SS SSS SSOSHPSHSDS SHSSSSSSSSPSSSSSSBSSSBSSHSOSHSSSSSSSSSSSCHOSSCSSOSHSOOSS 
EE I SRE SE ES 





AT HIS GREAT ROOMS, 
No. 38, King Street, Covent Garden, W.C.., 
On TUESDAY, the 1Oth of SEPTEMBER, I907, 


At Half-past TWELVE o’Clock precisely. 











May be Viewed te Io to 4, aa Morning of Sale. Catalogues on application, 
of Mr. J. C. STEVENS, 38, King Street, Covent Garden, W.C. 


eglogeapiic Address — AUKS LONDON. 


PETTITT & Cox, Printers, 23, Frith Street, Scho, W. 








CONDITIONS OF SALE. 


ont ae () Sf 





FIRST. 
The highest bidder to be the purchaser ; and if any dispute 
arise between two or more bidders, the lot to be put up again 
and resold. 


SECOND. 

No person to advance less than one shilling at each bidding ; 
above five pounds, three shillings and sixpence ; and so on in 
proportion. 

THIRD. 

Hach purchaser to pay down in mediately a deposit of 25 per 
cent. in cash (no cheques taken) in part payment for each lot, 
and to give in his name and place ‘of abode, if required, in 
default of which. it will be put up again and resold. Any 


purchaser requiring his lot during the sale must pay for the © 


same at the fall of the hammer, and be responsible for it from 
that time. 


FOURTH. 
The lots to be taken away, with all faults and errors of every 
description, at the buyer’s expense, THE DAY AFTER THE SALE. 
FIFTH. 7 
Mr. SvevENs reserves to himself the right of refusing to tuke 
the biddings of any person who may in any way be deemed 
objectionable. 


SIXTH. 
Mr. Stevens will not hold himself responsible or in any way 
guarantee the correct description of any goods offered for 
sale; but where the name of the vendor is not given, should 
any mistate occur, and he is unable to obtain redress, he wil! 
disclose the name of the vendor, that the purchaser may write 

and explain the cause of complaint, ' 

4 LAST. 
Uvon failure of complying with the above conditions, the 
money deposited in part of payment shall be forfeited, all the 
lots uncleared within the time limited shall be resold, either by 


pubhie or private sale ; and the deficiency, if any, together with ,_ 


all charges of such resale, shall be made good by the defaulter 
at this sale. 


— 


{ 





70: 





Mr. STEVENS will be happy to execute Coinpiareoas for 
Gentlemen who cannot attend the Nale, 














NOTE. 


Purchasers not paying at the time for their lots are requested to send in their 

Names and Addresses, and a deposit of 25 per cent. on the purchase-money ; 

should anyone decline to do so, the lot will be immediately put up again 
and resold. 


Vendors wishing to place reserves on their goods must hand them in before 
12 o’clock Morning of Sale, otherwise Mr, STEVENS will not accent them, 


Accounts will be settled One Week after the Sale, providing the lots have 
been cleared from the rooms by the purchaser. 





A CATALOGUE. 


On TUESDAY, 10th of SEPTEMBER, 1907, 


At Half-past Twelve o’ Clock precisely. 


OQ 


Worth Hmerican Fnroian Curtos. 
mt Four pairs of squaws’ leggings 
2 Thirty-seven pairs of Cheyenne, Arrapahoe, Comanche 
and Sioux moccasins 
bows and 19 arrows 
| Three bows and 16 arrows 


Bow and 12 arrows 










11 Papoose (baby carrier) 

12 Ditto 

13 Ditto~ ee 1S aoe PiI'S0,DM0 ae 

pair of Cheyenne squaws’ legvings ‘and moccasins 














/ Twelve Indian beaded purses 





Sixteen 


Thirteen squaws bags 18003674 6 
18 Sixteen pairs of Caddo and Kiowa moccasins 
we Indian dolls and papoose cradle 

Zour Indian rawhide lassoes S138!© ae 
Indian pipes, tomahawk, bone and 4 potan pipes 4 
lwo saddles, squaw's and Indian race saddle 
Four war clubs, 2 spears, 2 Svea itu and 1 arrow 
1s 24 Five swords, 3 assegais and 1 foil 
-*-25 Sewen very ancient swords | 

4267 Tight very ancient lances 







"). 27 Two pistols (one an ancient Stewart) 
uy 28 Six pistols, ancient | 

29 Five pistols 

¢/-30 Three gus 

, rent blunderbuss 

Ancient tapelock rook gun 


Si 4% 33- Six belts, 2 powder horns, hit, 2 hide erainers and an 
ancient cabin lamp 
HI, 38\- 34 | String of wampum (money beads) 
| % 35 | Indian scalp 
55|.86 Two Osage Indian head- dresses 


_,| 87/ Ten bunches of beads, 2 buckskin gvainers, bead neck- 
oS |, + lace, pa'r of Sioux ear pendants, pair of Sioux hair 
wraps, 5 needlecases and poohbon 


38 Delaware Indian canoe paddle 
389 Tfour Navajoes Indian vests 







40 Cheyenne Indian beaded coat - 


indian diggers’ complete costume, in all 11 - 


po 
er 














enne Indian beaded coat and leggings 
oi, Very fine Comanche beaded coat ' > °° =¢ 
43 Very fine pair of Cheyenne chaparrals 

fine pair i Comanche chaparrals 





) \ 0 - 2 hairdressers, needle case, and a piece of, fancy bead 
2 work 3: 


46 Colt’s pistol 45 calibre, belt and scabbard, dirk and 
Boab bara and 30 cartridges 


# Indian chief’s pipe of peace 
tan chief’s peace counvil robe ISo0Y | 
Sioux Indian medicine chief’s medicine bag 








af chief’s war bonnet 


Wild cat hide. black wolf hide, moose hide, 2 deer hides 
and a calf 


Guvies partous. 


4, 51a Double headed fishing spear, and 2 quartz-headed spears 
_ 52a Four spears, North Australia 

58a Hour ditto 

54a Three spears and throwing stick 

55a Six arrows (Santa Cruz Is.) 

56a Three boomerangs 

57a Iguana skin mcunted 


2 | 58a Headpiece and body mail of Australian warrior 
7 | 59a Five assegais (South Africa) 

| s 60a Python skin, 15 feet long 

| 6la Old curricle chair 

> 62a Pair of carved slate trays 


63a Various bead necklaces 
64a Frame of regimental badges, shako plate 4th Regiment, 
~ crossbelt plate llth Regiment, and pair of epaulettes 
8lst Regiment 
65a Book of autographs of celebrities 
66a Perkins’ Creed of the Apostles, Royal Engagement Atlas, 
French New Testament and old Prayer Book 


Three beaded belts, side belt, 2 bead and shell necklaces, easel - | 


a 
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67a Surcoat, or old hunting coat, and old satin waistcoat 


68a Pair of antique shoes, pair of Chinese ditto, pearl brooch, 
earrings and pins, and old print, ‘‘ Head of Nelson ” 


52 Eleven small arrows in sachet 
vi, 08 Thirty- three very small arrows 








4 Vasteen medium small arrows 
> gD) ‘Twenty larger arrows 571%! 1 
56 Two ditto, flat ends 
| mahawk and hatchet 
- Two executioner’s swords 
a leven short knives (Coutelas) Se4!° ~' 4 
Six small spears 








12/461 Six medium spears, large tops 
s 62 Hive ditto 
63. Eivee@itto, heavy tops 
64 Seven ee spears, thin tops 
Bb) Five very long spears, heavy tops 
: Pueblo Indian club and Haida Indian fish hook 
+67 Queen Anne farthing, 1713, very rare 
68 Three tulwars and Afghan sword 


69 Sioux Indian stone-headed club, head ornament and 
Pueblo Indian club 


70 Eighteen ancient Greek and Roman silver coins, several 
rare ; 







71 Highteen ancient Roman silver coins, several rare 
72 Sioux Indian redstone pipe and Pueblo Indian club 


73 Two Congo spears and Admiralty Island obsidian headed 
spear 


74 Arapahoe Indian stone- headed club and Cree Indian sling- 
shot club | 


75 Throwing club, boomerang, New Guinea bamboo pipe, 
African beadwork 


76 Two earthenware vessels dug out of the clay in Old 
Chingford Church, and 2 blue and white porcelain jugs 


(7 Sword with brass handle, 6 assegais and pike 








4, : 

Two assegais worked in brass wire, short sword with bone $1%!% 
handle, carved K ffir pillow and[g native <nives, 1580 ~ > 
Ivory Benin tusk With Ju-Ju marks 


Chinese head-dress, pair of ditto shoes and Mandarin’s 
hat 


Drawing on frame, ‘‘ Landscape 

T'wo slave whips, 2 swords, nite and various native 
ornaments from New Guinea 

Leaves from a Hunting Journal and Canters in Cramp- 
shire 

The Dance of Death, plates, Bible Figures, Triumphant 
Democracy and other books 

Folio volume of photographs, Views in China and Japan 

Small circular medallion engraving in mahogany frame, 

d pair of small paintings in gilt frames_ = (40919 she 


2) 


™ Needlework picturé, 6 curious paintings, ete.’ . aes 


Carved wooden tobacco box, 4 marble popee Weighiay 
Chinese ink dish and small circular painting on opal 
glass 
Two metal frames, native feather head ornaments, 2 
Japanese lacquer cabinets and Chinese Mandarin’s 
costume 

Various shells, fossils, ete. 

Crown Derby teapot, sugar basin and cover, basin, 3 cups 

Saucers (A.F.) 


12,04 \ ie" % 
affir beadwork veliffnecklace, (shel lets leva es 


4 Ay > SO 
native curios s1**& 1SO35q ~b& & sort 











Natiye robe, piece of tappa cloth and 2 old paintings 


inese calculator, metal salver, piece of telegraph cable, 


' gmall hair-covered snuff box and 2 pieces of curious 


wood 


Willow pattern and 3 other plates, Boer bandolier with 


cartridges, curious old parasol and curious throwing 
weapon 

Holy Bible, 1649, G. Townsend; Holy Bible, 2 vols., 1834, 
and The Monthly Packet, 15 vols. 


Pith model temple, a a of a a vl pair of hand- 
cuffs, etc. top 2 
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Very fine 24-inch porcelain dish, painted in green dragons 
Set of three 18-inch sang-de-boeuf vases 
Pair of 10-inch ditto plates 


Engraving, “ Garrick between Tragedy and Comedy,” 2 
oul paintings, “‘ Flowers,’ in gilt frames, and painting on 


1B col of water-colours, engravings, etc. 


Johnson’s Lives of the Poets, 2 vols.; Stanley's Grecian 
History, 2; Hodgson’s Poems, Homer’s Odyssey, 4, and 
other books, 2 bundles 


Pair of oil paintings, “‘ Scriptural subjects,” in ere 
and gilt frames 


Large colossal bust, from Sir HK. Boehm’s sale 
T'wo other busts from same sale 
Two portraits in oil of Ladies, in gilt frames 


Six antique oil paintings on panels in gilt frames, from 
W. W. Warren’s collection 

Old Spanish jug, painted with shield supported by lions 
Staffordshire Parson and Clerk—Sunday Morning 

Old French pottery pilgrim bottle and a German water 
bottle 


Gris-de-Flandres tobacco jar, two-handled Etruscan cup, 
German tankard with pewter, and a bronze pestle and 
mortar 


Celadon teapot, brown teapot, lion on lid, and a jug with 
raised figures 


Glass two-handled vase, and 2 scent bottles painted in 
figure subjects, richly oilt (A.F.) 


Curious old water bottle and 2 curious old teapots 
Marble table top, figure subjects (A.F.) | 
Five oak panels, richly carved, from Fontainebléat 
Part ivcry tusk, 23 inches long 





. 120 


121 


122 
123 


124 


125 
126 
127 
128 


129 
130 
131 


132 
133 
134 


135 
136 
137 
138 


139 


140 


141 


142 
143 
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Marble bust of Napoleon I., 25 inches high 


Pair of old Wedgwood wine coolers, figures in high relief, 
from Dr. Sibson’s collection 


Blue and white Delft butter dish and 2 old Delft plates 


Old English tea caddy, marble column and 2 marble 
vases 


Six 7-inch plates, Celadon ground painted in birds and 
flowers | 


Ditto — 
Three 103-inch ditto and one 10-inch ditto 
Oleograph in gilt frame, and 2 photographs framed 


Set of genuine American bison horns in the shape of a 
hat rack 


Seven old china figures (two A.F.) 
An antique box, finely inlaid in carved ivory 


Two brass bells, candlestick, figure, 2 trays, 2 stands, 
spur, and a sword 

Speculative oil painting in gold frame 

Two antique swords 


Two water-colour drawings, unframed, plated dish stand, 
and a weil-modelled figure of greyhound 


Beautifully-carved cocoanut 
Antique eight-day clock 
Hall-marked silver reading glass, and 1 other 


Elaborate wory inlaid cabinet, 6 feet 4 by 10 feet high, 
with cupboards, galleries, drawers, etc. 


Japanese Curios. 
Japanese beautifully coloured china group—lady and 
child 


Ditto figure of a Japanese lady and attendant, on wood 
stand 


Fine coloured ditte group—fisherman with net and 
basket and woodman with chopper, on wood stand 


Pair fine quality blue-and-white 5-inch tea jars 
Fine 15-inch bronze model of a lion, on wood stand 


144 
145 


146 
147 


148 


149 
150 
151 
152 
153 
154 
155 
156 
157 
158 
159 


-160/ 


161 


162 
163 
164 
165 
166 
167 
168 
169 
170 
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Well-made Japanese lacquer cabinet, with smaller boxes 
and trays fitted inside, two folding doors 


Choice Satsuma tea set in case (cabinet eppeumen’ 
sioned 


Another larger set with Satsuma tray in case, signed 


Set of 5 vhina vases, covers and beakers, decorated in 
dragons 


Pair of 12-inch Nankin hawthorn decorated ginger jars 
and covers 


Old coloured Japanese group—two priests reading scroll 
Another group— two Geishas and screen 

Important group—lady and child 

Very fine Japanese cat 

Curious group—two figures 


Set of 5 blue and white china vases, covers and beakers, 
decorated with figures in panels 


Finely carved ivory shrine with pierced doors, etc. 
Very fine 5-inch carving in ivory, monkeys, ete. 
Another similar carving 

Finely carved ivory group, animals, and wood stand 


, Another larger ivory group of animals 


Very fine carving, an ivory elephant and children, signed, 
and weod stand 


Large Chinese temple with seven carved and gilt 
figures 


Chinese lady’s costume complete 
Ditto, superior 

Pair of old powder-blue Bes 
Four netsukes 

Ditto 

Ditto 

Ditto 

Ditto 

Ditto 





gi ual af Ra 
ine crystal stones \. 
a 


1 


Curios various. 
Finely engraved old pewter dish, marked, and ditto pair 
of candlesticks 


Circular pewter dish, Pewterers’ Company's touch date 
1748, ditto 18th century coffee pot, bottle-shaped jug 
and muffineer 


Handsome Chinese china tea service 

Large model of a tiger 

Old straw-work box 

Very handsome pink satin bed spread, elaborately worked 
with birds and flowers, heavy silk fringe 


Seal overcoat, Esquimaux coat, pair of ditto leggings and 
hat in trunk 


Panther skin (flat) 
Ditto 
Ditto 
Ditto 


' Ditto (raised head) 


Bear skin 

Ditto 

Ditto 

Tiger skin 

Various mammoth teeth and bone remains, dug out of 
a quarry about 20 feet deep at Dartford, Kent 


Exceedingly fine tintlock blunderbuss, barrel engraved 
and stock inlaid with brass 


Ditto 


Exceedingly fine rhinoceros horn knobkerrie 
Tortoiseshell walking-stick 

Chessboard in gilt frame, black spaces with etchings 
Old cruisie from the Orkneys 

‘flint pistol tinder box 
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96) Six scarce water stones from the Province of Salto, 
~ described by Sir Walter Scott in ‘ The Talisman ”’ 


197 Six ditto 
198 Ditto 
199 Five ditto 
200 About 250 old coins 
200a Glazed case, about 2 feet square, containing a collection 


showing the manufacture of cotton from the raw 
material to the finish 


201la Ditto of sewing cotton 

202a Ditto of silk 

208a Ditto of wool and linen 

901 Real stone necklace, taken from Delhi Palace after the 
Siege | 

202 Old glass panel picture, rare 

203 Shakespeare, 1 vol. ; Pickwick Papers, Waverley Album, 


2 vols.; Homer’s Tiad, Goldsmith’s Poems, and Cases 
of Settlements 


~ 204 Military sword with brass handle, inscription on blade 
205 Indian silk shawl 
206 Burmese idol, taken from a temple 50 years ago 
-.207 Pair of Dutch paintings on panels, in gilt frames 
20 e squares of Oriental needlework in plush frames 
w of antique carved ivory jointed anatomical figures 









Set of 10 small paintings in two frames, “The Enslaving 
d Emancipation of the Negro,” by R. SMIRKE 


' Seven old kakemonos and 2 pair of 15-inch old gourd- 
' shaped Satsuma vases ~ 
| mall old gezzo ee eR 
298° Old straw-work casket with drawers | 


214 ‘'T'wo curious carved wood groups and 5 small carved aa 
painted wood figures 

215 Pair of Oriental porcelain famille rose hanging wall 
pockets, supported with boy figures at sides 






bi Th ie 








13 
from Japan. 


216 Pair of 6-inch fine quality Cloisonné vases inlaid with 
silver wire and wood stands in case 
@ 217 Fine Satsuma blue-ground melon-shaped koro and cover, 


richly decorated in gold and painted in figures on stand 
» 218 Another ditto two-handle koro and cover 
219 Fine 6 in shaped Satsuma bowl, richly decorated, signed 


220 Pair of choice 43-inch specimen Satsuma bowls, beautifully 
hand painted, signed 





221 Silvered group—three rabbits on wood stands 
222 Japanese model of an elephant, on wood stand 
223 Fine coloured Japanese china female figure 


224 Another ditto 

225 Ditto 

226 ‘Ten imitation jade bangles (Chinese) 

227 Richly decorated coloured china bow], 1% inches diameter 
a 228 Another ditto, decorated in flowers and branches 

229 Three small coloured bowls 

230 Six 5 inch Satsuma bowls 





Curios various. 


te \ Interesting collection of antiquities found in London ie Vi 
\ > Fine antique 1ing with ancient gem and seven others 
- 233 Quantity of ancient pottery in box 


> 234 Fine pair of crystal glass vases 


235 ‘Two stone adzes from New Zealand, Australian axe, and 
three others, Switzerland 


236 ‘Ten fine ancient arrow heads, Thebes 
237 <A similar lot 


238 Pair of antique silver spoons 
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289 Two old ormolu figures and pair of china figures 
239a Maori shoulder cloak 
240a Ditto carved pipe 
240 Ditto 
241 Ditto 
242 Maori old adze head 
243 . Ditto small tiki 
244 Samoan club 
245 Lot of Samoan fans 
246 Ditto 
247 ‘Two tappa cloths 
248 Pair of lyre birds tails, framed 
249 Inlaid New Zealand woods table 
4/250 Ditto box ; 
251 Ditto 
252 Two ditto sticks 
»/ 253 Three ditto 
§/-254 Ditto | 
inese dark green jade cup in the form of a lotus leaf 









Fine old Chinese ivory carving on stand 


[ ORT Dyak sword with finely-worked blade, carved wood 
| sheath, ornamented with bead work 


abel 258 Carved New Zealand staff 


Wine Empire bronze figure of Hercules holding a stag by 
the antlers, 23 inches high, on an oval bronze base, orna- 
mented with 12 subjects relating to same . 








260 Very fine silver inlaid walking-stick gun, which can be 
used as a pistol, and contains bayonet, cleaning rod, 
knife, etc. 

261 Pair of flint-lock pistols, with octagon brass barrels 

262 Ditto of brass and steel 


263 Pair of Jacobean flint-lock pistols, with silver mounts on 
butts r 
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Pair of old pewter plaques, with engraved centre and 
fine pierced floral border 


ew Caledonian jgade necklet of 34 beads, very rare 

Old Italian cast-iron portrait of the Virgin, painted ~- 
Three old silver rat-tail spoons 

wo old silver sugar sifters 


| Two old Maori knives with carved hwnan bone handles 
(museum preces) 

















Collection of old Chinese carved jade rings, bangles and 
harms, 10 eee 


_& _ Ditto different — , Bye N 
| \é@ 72) Fine Dyak shield bad sword,/both deporaherthaunen hast 
Wes oe Old carved wood Burmese idol and another of stone 


93} 274 Massive carved Indian ebony stick, inlaid ivory 


3 275 Fine old. Chinese eg Gong 2ontp. haceudeiely Ar oed 
i “wooden stand~ 


a Very fine polished erie F for stick 
17) Qld Mexican carved stone idol, ditto tablet and 5 charms 
8* Carved wooden Chinese junk 


Two finely executed old Chinese bronzes with dragons im 
relief, uncommon shapes 


=, 280 Native tinder box with flint and steel, and another set in 
ae pouch with belt 


? Native bead necklet with charms attached 
Necklet of rare seeds and a head band of cowrie shells 


Set of chopsticks in old shagreen case, and another in 
tortoiseshell 


Twoeesilver Arab armlets 
ornament 


“Arab b hide slave whip with silver mount 
A F536) Chinese. knitting se and ba oe ae charms used in 
| houses and temples 

287 Pair finely embroidered Chines shoes for ladies of rank 


288 Two Moorish swords, powder flask with belt, and fine 
flint-lock pistol inlaid ivory 


, two ditto earrings, and an 










989° Antique steel toasting apparatus 
290 Old Japanese match-lock gun and carved sword 
ae ~ Valuable old marble group, “ Lion attacking Buffalo” 
£292) Old Chinese bronze gilded idol 

393 Indian ditto 


294 Pair of the almost extinct eee bison hove on skull, 
mounted on shield 


295 Knormous pair of African butfalo ditto 

29 gPaip of moose antlers 

297 Two antique pikes 

298 Bundle of engraved and bone-tipped arrows 
er 99 _Ditto fishing ditto 


1S O37 Sls ~ -<SSS 










END OF SALE. 








THE NEXT SALE OF CURIOS will take place on Tuesday, 
October 1st, 1907. 





niin se SA Ne a, Barco 
TOeBE SOLD 4 i acpratate 
On TUESDAY 10th of SEPT. 1907 : 











Ox OLLECTION OF 

N. merican Curios, 
, / SPEARS, 

Bows and Arrotus, 

DYAK SWORDS, éc. 






| Chinese & ; 
Japanese f 
Gurios 





<> Rela aesk 


Mr. J. C. STEVENS, 
Auctioneer, etc,; 
28, hing Street, Covede Garden. Wc: 











\ 
om 


Telephone No. 1824 Gerrard. Sate No. 11,319 


Sale to commence at Half-past Twelve o'Clock precisely. 











FA ee 


OF THE COLLECTION 


NORTH AMERICAN CURIOS 


Spears, Bows and Arrows, 
DYAK SWORDS, 


Chinese & Japanese Carvings 
CLOISONNE, BRONZES, ete. 


PICTURES, PRINTS, etc., 


AND 


CURIOS FROM ALL PARTS OF THE WORLD. 





WHICH WILL BE SOLD BY AUCTION BY 
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Mr. Jd. G STEVENS, 


AT HIS GREAT ROOMS, 
No. 38, King Street, Covent Garden, W.C., 
On TUESDAY, the 10th of SEPTEMBER, I[907, 


At Half- os TWELVE o’Clock Bia 














May be Viewed Monday Io to 4, aan Morning a Shic. Se ioaie « on nm Appheien 
of Mr. J. C. STEVENS, 38, King Street, Covent Garden, W.C. 


Telegraphie Address— AUKS LONDON. 


———— js 











EETTUrIY & Cox, ee 23, Frith Street, Soho, W. 


CONDITIONS OF SALE. 


—— a () ¢ = 





FIRST. 
The highest bidder to be the purchaser ; and if any dispute 
arise between two or more bidders, the lot to be put up again 
and resold. 


SECOND. 

No person to advance Jess than one shilling at each bidding; 
above five pounds, three shillings and sixpence ; and so on in 
proportion. 

THIRD. , 
Each purchaser to pay down in mediately a deposit of 25. per 
cent. in cash (no. cheques taken) in part payment for each lot, 
and to give in his name and place of abode, if required, in 
default of which it will be put up again and resold. Any 
purchaser requiring his lot during the sale must pay for the 
same at the fall of the hammer, and be responsible for it from 

that time. 


FOURTH. 
The lots to be taken away, with all faults and errors of every 
description, at the buyer’s expense, THE DAY AFTER THE SALE. 


FIFTH. : 
Mr. Svevens reserves to himself the right of refusing to take 
the biddings of any person who may in any way be deemed 
objectionable. 


SIXTH. | 
Mr. Stevens will not hold himself responsible or in any way 
guarantee the correct description of any goods offered for 
sale; but where the name of the vendor is not given, should 
any mistate occur, and he is unable to obtain redress, he will 
disclose the name of the vendor, that the purchaser may write. 
and explain the cause of complaint, 


LAST. , 

Uvon failure of complying with the above conditions, the 

money deposited in part.of payment shall be forfeited, all the 

lots uncleared within the time limited shall be resold, either by 

publie or private sale; and the deficiency, if any, together with 

all charges of such resale, shall be made good by the defaulter 
at this sale. 
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Mr. STEVENS will be happy to execute Commissions for 
Cenilemen who cannot attend the Sale. 














) NOTE. 


Purchasers not paying at the time for their lots are requested to send in their 
& Names and Addresses, and a deposit of 25 per cent. on the purchase-money ; 
should anyone decline to do so, the lot will be immediately put un again 


> and resold. 


Vendors wishing to place reserves on their goods must hand them in before 
12 o'clock Morning of Sale, otherwise Mr, STEVENS will not accept them, 


Accounts will be settled One Week after the Sale, providing the lots have 
been cleared from the rooms by the purchaser. 





A CATALOGUE. 


On TUESDAY, 10th of SEPTEMBER, 1907, 


At Half-past Twelve o’Clock precisely. 


Q 


Worth American Fnoian Curtos, 
es ; ~ bn nl > all & ; 
—fppi—L)} Hour pairs of squaws’ leggings 1> OOBee™ G'S -" 


oo 


: 4s “2 Thirty-seven pairs of Cheyenne, Arrapahoe, Comanche < 
cao / and Sioux moccasins (SOC = ao 109 
or) ~_ 8 Three bows and 19 arrows | é j 

(yf oy “Three bows and 16 arrows f 
(ff) 24 -5 Bow and 12 arrows 

3 im Ditto 

_7) Bone bow and 12 arrows 

| Sa L8| Three bows and 16 arrows 

9: - Ditto 


10 Miniature tepee or tent 





ecgaeee”: Naa! 


Oo = m 


ae: | 


516 | 


4 


Papoose Pe IS! ee. 
Ditto 1S7 1S 

| Ditto iy & S 
Five pair of Cheyenne squaw;’ leggings and moccasins 


Twelve Indian beaded purses 


1SO Sis 7O 


Gol). =16] Sixteen Indian diggers’ complete costume, in all 11 oe 





pel 
—/-18 





Gop) 


D=19 | 
. Four Indian rawhide lassoes S/8/O 
_ Six Indian pipes, tomahawk, bone and 4 potan pipes L- 
| Two saddles, squaw’s and Jogian race saddle 
Four wht clubs, 2 spears, G si sisson bows and 1 arrow S 56q) 7-2) 
| Five swords, 3 assegais and 1 foil 


pieces 

Thirteen squaws’ bags 1s0034- HS 
Sixteen pairs of Caddo and Kiowa moccasins 
Five Indian dolls and papoose cradle 


; 
ei 


ij 
(aot. 


i 
Set 


~~ e SS 

‘ fo + 

- ~ 
; 


eg 


Seven very ancient swords 56g o 
Eight very ancient lances 

Two pistols (one an ancient Stewart) 
Six pistols, ancient 


(1 a, 29 | Five pistols Sq og-I1s 
3 30 ‘Three guns 
31 Ancient blunderbuss 
2 


35 
A OT] 
— 38 


39 
a 40 


: 


> 84. ) String of wampum (money beads) 


CP 15/8 
Cae rH BF Six elts) 2 powdé horns 


Angient tapelock r ok pup 


18210 


hin (2 tae, grainers and an 
5 oq 
Lion 


ancient cabin lamp 
Indian scalp 


Two Osage Indian ‘head: vein iSO 256 G5 


Ten bunches of beads, 2 buckskin grainers, bead neck- 
lace, pair of Sioux ear pendants, pair of Sioux hair 
wraps, 5 needlecases and poohbon . 


Delgware Indian canoe paddle 
Four Navajoes Indian vests 
_ Chey enne Indian beaded coat 


ISO 042 


(‘> 


a 


SOB 
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“41 | Cheyenne Indian beaded coat and leggings 


42, Very fine Comanche beaded coat 13 0a -) 


_43 \ Very fine pair of Cheyenne chaparrale /SooG)} 


(44 | Very fine pair of Comanche chaparrals /SoeGo% 
ye, 45 Three beaded belts, sidé belt, 2 bead and shell necklaces, 
“t=, 2 hairdressers, needle case, and a piece of fancy bead 


work 


scabbard and 30 cartridges 


“¢ —47,, Sioux Indian chief’s pipe of peace § 





hie _48 | Indian chief’s peace council robe 1S 90 oft f 
~ —49)} Sioux Indian medicine chief’s medicine bag 
4, 50 Indian chief’s war bonnet pa 8 
etd | Wild cat hide, black wolf hide, moose hide, 2 deer hides | 


and a calf ad: 


Curios various. 


i 


~1 


ee 


ras 
wd 


© 


46 Colt’s pistol 45 calibre, belt and scabbard, dirk and 


j 
| 
& 


5la Double headed fishing spear, and 2 quartz-headed spears 


52a Four spears, North Austraha 
53a Four ditto 

54a Three spears and throwing stick 
55a Six arrows (Santa Cruz Is.) 

56a Three boomerangs 

57a Iguana skin mcunted 

58a Headpiece and body mail of Australian warrior 
59a Hive assegais (South Africa) 
60a Python skin, 15 feet long 

6la Old curricle chair 

62a Pair of carved slate trays 

63a Various bead necklaces 


64a Frame of regimental badges, shako plate 4th Regiment, 
crossbelt plate llth Regiment, and pair of epaulettes 


, 81st Regiment 
65a\ Book of autographs of celebrities % 


© 


66a Perkins’ Creed of the Apostles, Royal Engagement Atlas, 


French New Testament and old Prayer Book 


ye dhru bir Lvl : wh ¥ £8 (Ss 


| / 
i ISOS0h"& 


ce 





| Sword with brass handle, 6 assegais and pike 


6 


Surcoat, or old hunting coat, and old satin waistcoat 


Pair of antique shoes, pair of Chinese ditto, pearl brooch, 
earrings and pins, and old aa ‘* Head of Nelson ”’ 


Eleven small arrows in sachet SY B2 2b 
_ Thirty-three very small arrows 


Fifteen medium small arrows 


? fc F : f aga 
| Twenty larger arrows © = 


Two ditto, flat ends | 
Tomahawk and hatchet by 


\. Two executioner’s swords 

| Eleven short knives (Coutelas) sty (S-tS 
_§1x small spears 

_ Six medium spears, large tops 


¢ 
Five ditto S 
it 


| Five ditto, heavy tops 


Seven long spears, THn tops L 

Five very long spears, heavy tops \— 

Pueblo Indian club and Haida Indian fish hook 
Queen Anne farthing, 1713, very rare 

Three tulwars and Afghan sword 


Sioux Indian stone-headed club, head ornament and 
Pueblo Indian club 


Kighteen ancient Greek and Roman silver coins, several 
rare 


Highteen ancient Roman silver coins, several rare 
Sioux Indian redstone pipe and Pueblo Indian club 


T'wo Congo spears and Admiralty Island obsidian headed 
spear 


Arapahoe Indian stone-headed club and Cree Indian sling- 
shot club 


Throwing club, boomerang, New Guinea bamboo pipe, 
African beadwork 


Two earthenware vessels dug out of the iy: in Old 
Chingford Church, and 2 blue and white porcelain jugs 


\ 
\ 
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(oH —38 yx) |- 78 | Two assegals worked 3 in brass wire, short sword with bone L. 5 
| handle, carved Kaffir pillow and@ native knives SYSSo-~ 3Q 
) Gah 8 : 79 Ivory Benin tusk with Ju-Ju marks 5 
80 Chinese head-dress, pair of ditto shoes and Mandarin’s 


hat 
ee 


Drawing on frame, ut 3 ae scape ”’ | 
i) —82 Two slave™ whips) rds, knife and various, native G 
ty) |§i/- ornaments from New Guinea @&/: 7 »4S% 
| 83 Leaves from a Hunting Journal and Cantiets in Cees 
shire 
84 The Dance of Death, plates, Bible Figures, Triumphant 
Democracy and other books | 
85 T*olio volume of photographs, Views in China and Japan 


86 Small circular medallion engraving in mahogany frame, 
_ and pair of small paintings in gilt frames 


’ \ 
Needlework picture, 6 curious paintings,..etc. L te 2. a 
Carved wooden tobacco box marble paper weights, 7 a [Bn 
ye-Chinese ink dish’) and smal cifttlar painting on opal © 
glass aa “if 
Two metal frames, native feather head ornaments, 2 
Japanese lacquer cabinets and _ Chinese Mandarin’s 
costume 
Various shells, paecils, etc. 
Crown Derby teapot, sugar basin and cover, basin, 3 cups 
and 3 saucers (A.F.) of 
| Kaffir beadwork belt, necklace, shell armlets and other }  /V/ 
native curios © 7 S- 





SYF2SjHOBLV-GO ooo i 
) 93 Native robe, piece of tappa cloth and 2 ele paintings 
io ro /* 94] Chinese calculator, metal salver, piece of telegraph cable, , : 
rs. small baur- covered snuff box and 2 pieces of curious ' 
2 wood 
95 Willow pattern and 3 other plates, Boer bandolier with 
cartridges, curious old parasol and curious throwing 
weapon 
96 Holy Bible, 1649, G. Townsend; Holy Bible, 2 vols., 1884, 
_. and The Monthly Packet, 13 vols. 
f / | -y7/ Pith model temple, parcel of photographs, pair of hand- Pi 
"| ~ 3 > eufis; etc: 








8 
Very fine 24-inch porcelain dish, painted in green dragons 
Set of three 18-inch sang-de-boeuf vases 
Pair of 10-inch ditto plates 
Engraving, “ Garrick between Tragedy and Comedy,” 2 


oil paintings, ‘‘ Flowers,” in gilt frames, and painting on 
copper i | 


Hight oil paintings various bs 


| Parcel of water-colours, engravings, ete. = 


_Johnson’s Lives of the Poets, 2 vols. ; Stanley’s Grecian 


History, 2; Hodgson’s Poems, Homer’s ee 4, and 
other books, 2 bundles 


Pair of oil paintings, “ Scriptural subjects,” in mahogany 
and gilt frames 


Large colossal bust, from Sir H. Boehm’s sale 
Two other busts from same sale 
T'wo portraits in oil of Ladies, in gilt frames 


Six antique oil paintings on panels in gilt frames, from 
W. W. Warren’s collection 

Old Spanish jug, painted with shield ee by lions 
Staffordshire Parson and Clerk—Sunday Morning 

Old French pottery pilgrim bottle and a German water 
bottle 


Gris-de-Flandres tobacco jar, two-handled Etruscan cup, 
German tankard with pewter, and a bronze pestle and 
mortar 


Celadon teapot, brown teapot, hon on LE and a jug with 
raised figures 


Glass two-handled vase, and 2 scent bottles painted in 
figure subjects, richly gilt (A.F.) 


Curious old water bottle and 2 curious old teapots 
Marble table top, figure subjects (A.F.) 

Five oak panels, richly carved, from Fontainebleau 
Part ivcry tusk, 23 inches long ; S 








140 


142 
143 


Marble bust of Napoleon I., 25 inches high “I 
_ Pair of old Wedgwood wine coolers, figures in high relief, 


| An antique box, finely inlaid in carved ivory ~) 


9 
{ 


—N 


from Dr. Sibson’s collection 
Blue and white Delft butter dish and 2 old Delft plates 


Old English tea caddy, marble column and 2 marble 
vases 


Six 7-inch plates, Celadon ground painted in birds and 
flowers | 


Ditto 
Three 10-inch ditto and one 10-inch ditto | 
Olevgraph in-gilt frame, and 2 photographs framed 


Set of genuine American bison horns in the shape of a 
hat rack 


Seven old china figures (two A.F.) ee 
% 
Two brass bells, candlestick, figure, 2 trays, 2 stands, 
spur, and a sword 
Speculative oil painting in gold frame 
Two antique swords 


Two water-colour drawings, unframed, plated dish stand, 
and a weil-modelled figure of greyhound 


Beautifully-carved cocoanut 
Antique eight-day clock 
Hall-marked silver reading giass, and 1 other 


Elaborate wory inlaid cabinet, 6 feet 4 by 10 feet high, 
with cupboards, galleries, drawers, etc. 


Japanese Curios. 
Japanese beautifully coloured china group—lady and 
child : 


Ditto figure of a Japanese lady and attendant, on wood 
stand 


Fine coloured ditte group—fisherman with net and 
basket and woodman with chopper, on wood stand 


Pair fine quality blue-and-white 5-inch tea jars 
Fine 15-inch bronze model of a lion, on wood stand 








144 
145 


146 
147 


148 


149 
150 
151 
152 
153 
154 


155 
156 
157 
158 
159 
160 


161 


162 
163 
164 
165 
166 
167 
168 
169 
170 
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Well-made Japanese lacquer cabinet, with smaller boxes 
and trays fitted inside, two folding doors 


Choice Satsuma tea set in case (cabinet specimens) 
signed 


Another larger set with Satsuma tray in case, signed 


Set of 5 china vases, covers and beakers, decorated in 
dragons 


Pair of 12-inch Nankin hawthorn decorated ginger jars — 


and covers 
Old coloured Japanese group—two priests reading scroll 
Another group— two Geishas and screen 
Important group—lady and child 
Very fine Japanese cat 
Curious group—two figures 


Set of 5 blue and white china vases, covers and beakers, 
decorated with figures in panels 


Finely carved ivory shrine with pierced doors, etc. 
Very fine 5-inch carving in ivory, monkeys; ete. « 
Another similar carving 

Finely carved ivory group, shicrinie and wood stand 
Another larger ivory group of animals 


Very fine carving, an ivory elephant and children, ne 
and weod stand 


Large Chinese temple with seven carved and gilt 
figures 


Chinese lady’s costume complete 
Ditto, superior 

Pair of old powder-blue plates 
Four netsukés 

Ditto 

Ditto 

Ditto 

Ditto 

Ditto 
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Curios various. 
Finely engraved old pewter dish, marked, and ditto pair 
of candlesticks 


Circular pewter dish, Pewterers’ eee touch date 
1748, ditto 18th century coffee pot, bottle-shaped jug 
and muffineer 


Handsome Chinese china tea service 

Large model of a tiger 

Old straw-work box ; 

Very handsome pink satin bed spread, elaborately worked 
with birds and flowers, heavy silk fringe 


Seal overcoat, Esquimaux coai, pair of ditto leggings and 
hat in trunk 


Panther skin (flat) 
Ditto 

Ditto 

Ditto 

Ditto (raised head) 
Bear skin f 
Ditto - 
Ditto 

Tiger skin 





Various mammoth teeth and bone remains, dug out of 
a quarry about 20 feet deep at Dartford, Kent 


Exceedingly fine tlintlock blunderbuss, barrel engraved 
and stock inlaid with brass 


Ditto 


Hixceedingly fine rhinoceros horn knobkerrie 
Tortoiseshell walking-stick 

Chessboard in gilt frame, black spaces with etchings 
Old cruisie from the Orkneys 

Old flint pistol tinder box 

5 Nine crystal stones 








_ Small old gezzo panel—Andromeda 
Old straw-work casket with drawers | 
* Two curious carved wood groups and 5 small carved and 
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Six scarce water stones from the Province of Salto, 
described by Sir Walter Scott in “ The Talisman’ 


Six ditto 

Ditto 

Five ditto 

About 250 old coins 

Glazed case, about 2 feet square, containing a collection 


showing hie manufacture of cotton from the raw 
material to the finish 


Ditto of sewing cotton 

Ditto of silk 

Ditto of wool and linen os 

Real stone necklace, taken from Delhi Palace after the 
Siege 

Old glass panel picture, rare 

Shakespeare, 1 vol. ; Pickwick Papers, Waverley Album, 


2, vols.; Homer’s Tliad, Goldsmith’s Poems, and Cases 
of Settlements 


Military sword with brass handle, inuere puna on blade 
Indian silk shaw) 

Burmese idol, taken from a temple 50 years ago 

Pair of Dutch paintings on panels, in gilt frames 

Five squares of Oriental needlework in plush frames 
Pair of antique carved ivory jointed anatomical figures 


Set of 10 small paintings in two frames, ‘“‘ The Enslaving 
and Emancipation of the Negro,” by R. SMIRKE 


| Seven old kakemonos and a pair of ey old nee Se 


shaped Satsuma vases 


painted wood figures 


Pair of Oriental porcelain famille rose hanging wall 
pockets, supported with boy figures at sides 








\ 
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from Fapan. 
216 Pair of 6-inch fine quality Cloisonné vases inlaid with 
2 silver wire and wood stands in case 


217 Fine Satsuma blue-ground melon-shaped koro and cover, 
] richly decorated in gold and painted in figures on stand 


218 Another ditto two-handle koro and cover 
219 Fine 6-1n shaped Satsuma bowl, richly decorated, signed 


220 Pair of choice 44-inch specimen Satsuma bowls, beautifully 
’ hand painted, signed 





221 Suilvered group—three rabbits on wood stands 
222 Japanese model of an elephant, on wood stand 
223 Fine coloured Japanese china female figure 


294 Another ditto 

225 Ditto 

226 Ten imitation jade bangles (Chinese) | 

227 Richly decorated coloured china bow], 1% inches diameter 
928 Another ditto, decorated in flowers and branches 

229 ‘Three small coloured bowls 

230 Six 5 inch Satsuma bowls 


Curios various. 


Interesting collection of antiquities found in London 
Fine antique 1ing with ancient gem and seven others 

Quantity of ancient pottery in box 

Fine pair of crystal glass vases 


Two stone adzes from New Zealand, Australian axe, and 
three others, Switzerland - 


Ten fine ancient arrow heads, Thebes 
A similar lot 
Pair of antique silver spoons 





aM 
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239 Two old ormolu figures and pair of china figures 
239a Maori shoulder cloak 

240a Ditto carved pipe 

240 Ditto 

241 Ditto 

242 Maori old adze head 

243 Ditto small tiki 

244 Samoan club 

245 Lot of Samoan fans 

246 Ditto 

247 ‘Two tappa cloths 

248 Pair of lyre birds tails, framed 

“249 Inlaid New Zealand woods table 

250 Ditto box 

251 Ditto 

Two ditto sticks 

Three ditto 

Ditto | 
Chinese dark green jade cup in the form of a lotus leaf 


Fine old Chinese ivory carving on stand 


‘Dyak sword with finely-worked blade, carved wood 
sheath, ornamented with bead work 


Carved New Zealand statf 


Fine Empire bronze figure of Hercules holding a stag by 
the antlers, 23 inches high, on an oval bronze base, orna- 
mented with 12 subjects relating to same . 


Very fine silver inlaid walking-stick gun, which can be 
used as a pistol, and contains bayonet, cleaning rod, 
knife, etc. ; 

Pair of flint-lock pistols, with octagon brass barrels 

Ditto of brass and steel 


Pair of Jacobean flint-lock pistols, with silver mounts on 
butts 
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Pair of old pewter plaques, with engraved centre and 
fine pierced floral border 


New Caledonian jade necklet of 34 beads, very rare 
Old Italan cast-iron portrait of the Virgin, paneed 
Three old silver rat-tail spoons 

Two old silver sugar sifters 


Two old Maort knives with carved human bone handles 
~ (museum pieces) 


Collection of old Chinese carved jade rings, bangles and 
charms, 10 pieces 


_ Ditto different sve 

‘Fine Dyak shield and sword, ae decorated human hair 
Old carved wood Burmese idol and another of stone 
Massive carved Indian ebony stick, inlaid ivory 


Fine old Chinese Cloisonné gong, with beautifully carved 
wooden stand 


3.. Very fine polished rhinoceros horn stick 


Of 217 | Old Mexican carved stone idol, ditto tablet and 5 charms 


| Carved wooden Chinese junk 


Two finely executed old Chinese bronzes wath dragons in 
relief, uncommon shapes 


Native tinder box with flint and steel, and another set in 
pouch with belt 


' Native bead necklet with charms attached 

Necklet of rare seeds and a head band of cowrie shells 

Set of chopsticks in old shagreen cage, and another in 
tortoiseshell 


Two silver Arab armlets, two ditto earrings, ae an 
ornament 


~y Arab hide, Slave whip with silver mount... 
Ay 286 Kh Chinese Ae elnt bundle o Dae ove ‘used in 





i _—_ howsés and temples \.__ 5<> 


_ 287. Pair finely embroidered Chinese mee for ladies of rank 


288 Two Moorish swords, powder flask with belt, and fine 
| flint-lock pistol inlaid ivory 


% 


7) 


We 


ot. ee Pa y bor 
bt or J aes eed seat a ae ye TE ae Se beh ck eR | OA ome | 
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(3) — _ —289 Antique steel toasting apparatus 7 
290 Old Japanese match-lock gun and carved sword 
291 Valuable old marble group, ‘ Lion shige, Buffalo ”’ 
Cf) — —292 Old Chinese bronze gilded idol . 
293 Indian ditto 


~~" 294 Pair of the almost extinct American bison harns on ean. 
mounted on shield 


~~ 295 Enormous pair of African butfalo ditto > 
... 296 Pair of moose antlezs i | 
(2bf-) — «297 Two antique pikes | : 
Ce) 298 Bundle of engraved and bone-tipped arrows 
-- 299 Ditto fishing ditto 


END OF SALE. 





THE NEXT SALE OF CURIOS will take place on Tuesday, 
October ist, 1907. 





